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DRAFTED BY: INTAVRR:SJWARE 
APPROVED BY: EUR/WE - RICHARD D. VINE 
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E.O. 11652: N/A 
TAGS: SENV, TBIO 

SUBJECT: REQUEST RE AQUATIC ENVIRONMENT STUDY 
REE: THE HAGUE 3463 

1. OWRR INTERIOR HAS CONTACTED WATER RESOURCES ENGINEERS. 
COMPUTER CARDS ON SIMULATION PROGRAM CAN BE MADE AVAILABLE 
BY WRE AT NO COST AS ACCOMMODATION TO DUTCH GOVERNMENT. 

MAY NOT BE DIRECTLY APPLICABLE TO POLDERS. 

2. EXPERTISE AVAILABLE ON CONSULTANCY BASIS. NEW INFORMATION 
AVAILABLE ON APPLICATION OF MODEL TO PUGET SOUND WATER QUALITY 
PROBLEMS. DR. GERALD ORLOB, PRESIDENT WRE AND PRINCIPAL 
INVESTIGATOR ON PROJECT, PLANNING BUSINESS TRIP DENMARK LATE 
AUGUST. COULD VISIT THE HAGUE TO DISCUSS MATTER AT SMALL EXPENSE 
TO DUTCH. SUGGEST THEY CONTACT ORLOB DIRECT ASAP 1900 OLYMPIC 
BOULEVARD, WALNUT CREEK, CA 94596, PHONE 415/933-4500 RE SIMU- 
LATION PROGRAM AND POSSIBLE ORLOB VISIT. 

ROGERS 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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